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nh... a erre — AlFarabi Medical Labs 
Laboratory Program ira cad iai i SP ad Alfarabi Medical Labs 
LABORATORY REPORT 
Name : NABIL ABDULLAH ABDULHAK SAEED File No : AF11-01958 
Age/Sex : 53 Yrs/Male Referral Doctor — : -Self- 
Lab No : 61210530871 Referral Clinic : Al Farabi laboratory- Riyadh 
Request Date: 21/04/2021 08:16 PM Clinic File No 
Report Status : Final Report ID No : 09394314 
Moelcuar Diagnostics 
Test Name Result Flag Units Ref Range 
COVID-19 PCR Negative Negative 


Type of Sample: Upper respiratory specimens nasopharynageal/ Oropharyngeal swab 
Remarks: Test done using Cepheid GeneXpert Covid -19 Realtime PCR 


-F End Of Report---------- 
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